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vehicle fund EMER 09-14-050 
PREP 09-15-111 
school buses PREP 09-10-060 
PREP 09-15-111 


PUBLIC RECORDS EXEMPTIONS ACCOUNTABILITY 
COMMITTEE 


(See ATTORNEY GENERAL) 


PUBLIC RECORDS OFFICERS 
(See Issue 09-02 for complete list designated as 
of 1/8/09) 


Administrative hearings, office of MISC 09-05-090 
Clark College MISC 09-09-019 
Criminal justice training commission MISC 09-11-039 
Economic development finance authority MISC 09-08-055 
Forest practices board MISC 09-06-020 
Historical society, Washington state MISC 09-06-016 

MISC 09-06-017 
Insurance commissioner, office of MISC 09-16-060 
Labor and industries, department of MISC 09-17-133 
Parks and recreation commission MISC 09-01-100 
Spokane, Community Colleges of MISC 09-09-067 
Treasurer’s office MISC 09-05-018 
Washington state patrol MISC 09-02-066 
Wenatchee Valley College MISC 09-03-049 


PUBLIC WORKS BOARD 


(See COMMUNITY, TRADE, AND ECONOMIC DEVELOPMENT, 


DEPARTMENT OF) 


PUGET SOUND CLEAN AIR AGENCY 
Asbestos 


definitions and notification requirements PROP 09-05-081 
PERM 09-08-062 
fire department training exercises PROP 09-05-080 
PROP 09-08-063 
PROP 09-09-062 
PERM 09-12-064 
Burning, outdoor 
King, Kitsap, Pierce, and Snohomish 
counties PROP 09-07-087 
PERM 09-10-017 
land clearing PROP 09-07-087 
PERM 09-10-017 
residential PROP 09-07-087 
PERM 09-10-017 
Civil penalties PROP 09-17-127 
Federal regulation reference date PROP 09-17-127 
National emission standards for hazardous air 
pollutants 
exclusion from delegation PROP 09-17-128 


Index 
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New source review 
facilities subject to review, various 


requirements PROP 09-17-129 
State Environmental Policy Act (SEPA) 
environmental checklist PROP 09-05-079 
PERM 09-08-061 
PUGET SOUND PARTNERSHIP 
Ecosystem coordination board 
meetings MISC 09-01-169 
Leadership council 
meetings MISC 09-01-168 
MISC 09-08-021 
MISC 09-13-003 
Science panel 
meetings MISC 09-01-167 
MISC 09-09-034 
MISC 09-11-058 
MISC 09-15-095 


PUGET SOUND SALMON COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


QUARTERLY REPORTS 
(See CODE REVISER’S OFFICE) 


REAL ESTATE APPRAISER COMMISSION 
(See LICENSING, DEPARTMENT OF) 


REAL ESTATE COMMISSION 
(See LICENSING, DEPARTMENT OF) 


RECREATION AND CONSERVATION FUNDING BOARD 
(See RECREATION AND CONSERVATION OFFICE) 


RECREATION AND CONSERVATION OFFICE 


Biodiversity council 


meetings MISC 09-04-018 
MISC 09-10-071 
Forum on monitoring salmon and watershed health 
meetings MISC 09-02-016 
MISC 09-02-067 
MISC 09-13-030 
MISC 09-15-081 
Habitat and recreation lands coordinating group 
meetings MISC 09-08-022 
MISC 09-13-042 
Invasive species council 
meetings MISC 09-09-004 
MISC 09-09-043 
MISC 09-15-032 
MISC 09-17-006 
Recreation and conservation funding board 
meetings MISC 09-06-033 
MISC 09-12-083 
rules 
agenda MISC 09-04-005 
Recreational trails program advisory committee 
meetings MISC 09-16-065 
Rules 
agenda MISC 09-04-005 
MISC 09-16-064 
Salmon recovery funding board 
board members, length of term EXPE 09-13-006 
meetings MISC 09-02-015 
MISC 09-02-067A 
MISC 09-10-031 
MISC 09-11-011 
MISC 09-14-059 
rules agenda MISC 09-04-005 


RECREATIONAL TRAILS PROGRAM ADVISORY COMMITTEE 


(See RECREATION AND CONSERVATION OFFICE) 


RED RASPBERRY COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


REGISTRATION FOR PROFESSIONAL ENGINEERS AND LAND 


SURVEYORS, BOARD OF 
(See LICENSING, DEPARTMENT OF) 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


REHABILITATION COUNCIL, WASHINGTON STATE EMER 
Community forums MISC 09-01-080 PERM 
Meetings MISC 09-01-081 PERM 

MISC 09-07-078 tire fee, core deposits or credits EXPE 
MISC 09-07-079 vehicles 
MISC 09-13-083 clean alternative fuel PERM 
MISC 09-13-084 high gas mileage PERM 
MISC 09-13-085 Forest land and timber 

forest land values PERM 

RENTON TECHNICAL COLLEGE stumpage value tables PERM 

Meetings MISC 09-01-009 EMER 
MISC 09-03-027 PREP 

MISC 09-09-098 PROP 
EMER 

RETIREMENT SYSTEMS, DEPARTMENT OF PERM 

Deferred compensation plan Historic property 
distribution of accounts to minors PROP 09-05-027 appeals PERM 
PERM 09-09-044 Interpretive statements 
Dependent care assistance salary reduction amended MISC 
program PERM 09-01-021 MISC 
Employee retirement benefits board cancelled MISC 
meetings MISC 09-01-058 MISC 
Law enforcement officers’ and fire fighters’ issued MISC 
(LEOFF) retirement system MISC 
catastrophic disability allowance, plan 2 PROP 09-13-013 MISC 
PERM 09-17-035 MISC 
flexible survivor options PREP 09-02-072 MISC 
returning to work, retirement plan options for MISC 
plan 2 members PROP 09-16-069 Open space taxation 
transferring PERS service credit classification of land 
emergency medical technicians PROP 09-01-149 removal or withdrawal EXPE 
PERM 09-05-011 designated forest land EXPE 
Public employees’ retirement system farm and agricultural land 
disability benefits for plan 1, duty and definitions EMER 
nonduty PROP 09-13-012 EMER 
flexible survivor options PREP 09-02-072 open space 
Public safety employees’ retirement system application for classification EXPE 
flexible survivor options PREP 09-02-072 timber land 
Rules application for classification EXPE 
agenda MISC 09-04-004 Property tax 
MISC 09-15-182 abatements, credits, deferrals, and refunds 
coordinator MISC 09-03-007 limited income deferral program PREP 
withdrawals PREP 09-05-078 PROP 
PREP 09-06-067 PERM 
School employees’ retirement system exemptions 
flexible survivor options PREP 09-02-072 art, scientific, and historical collections EXPE 
Teachers’ retirement system higher education institutions, not-for-profit 
flexible survivor options PREP 09-02-072 foundations supporting PROP 
Washington state patrol retirement system hospitals, nonprofit PREP 
flexible survivor options PREP 09-02-072 housing for very low-income households PERM 
musical, dance, artistic, dramatic and literary 

REVENUE, DEPARTMENT OF associations EXPE 

Advisories schools and colleges, nonprofit PROP 
excise tax MISC 09-04-038 levies, rates, and limits 
PERM 09-04-057 limits, various EXPE 
MISC 09-05-025 taxing district boundaries PERM 
MISC 09-12-047 Real property, valuation and revaluation 
property tax MISC 09-04-058 true and fair value PERM 
MISC 09-05-039 
Biomass, forest-derived RULES COORDINATORS 
definition PERM 09-14-108 (See Issue 09-02 for complete list designated as 
Estate and transfer tax of 1/8/09) 
calculations and return preparation PERM 09-04-008 Administrative hearings, office of MISC 
Excise tax and exemptions Auditor’s office MISC 
cemeteries, crematories, columbaria PREP 09-07-088 Clark College MISC 
computer hardware, software, systems, and Columbia Basin College MISC 
services PERM 09-01-088 Criminal justice training commission MISC 
farm machinery, implements, and related Educator standards board, professional MISC 
services, sales to nonresidents EXPE 09-10-095 Fish and wildlife, department of MISC 
PERM 09-15-057 Forest practices board MISC 
funeral directors PREP 09-07-088 Historical society, Washington state MISC 
information services PERM 09-01-088 MISC 
special stadium sales and use tax PREP 09-10-092 Human rights commission MISC 
PROP 09-14-012 MISC 
telephone programs, switched access Information services, department of MISC 
lines EXPE 09-09-134 Licensing, department of MISC 
PERM 09-14-037 Retirement systems, department of MISC 
timber PERM 09-02-043 Shoreline Community College MISC 
PERM 09-02-044 Washington state patrol MISC 
EMER 09-03-088 
PREP 09-08-089 SALMON RECOVERY FUNDING BOARD 
PROP 09-11-109 (See RECREATION AND CONSERVATION OFFICE) 
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09-11-121 
09-14-108 
09-14-109 
09-15-104 


09-02-051 
09-02-051 


09-02-044 
09-02-043 
09-03-088 
09-08-089 
09-11-109 
09-11-121 
09-14-109 


09-04-034 


09-04-057 
09-04-058 
09-04-038 
09-04-057 
09-04-057 
09-05-025 
09-05-039 
09-06-051 
09-12-047 
09-16-023 


09-14-137 
09-14-137 


09-02-042 
09-10-033 


09-14-137 
09-14-137 
09-04-048 
09-10-041 
09-14-038 
09-14-137 


09-14-063 
09-14-062 
09-04-036 


09-14-137 
09-14-063 


09-14-137 
09-04-033 


09-04-035 


09-05-090 
09-05-005 
09-09-020 
09-17-021 
09-11-038 
09-03-078 
09-16-091 
09-06-021 
09-06-016 
09-06-017 
09-06-045 
09-13-065 
09-17-008 
09-02-074 
09-03-007 
09-01-110 
09-09-048 


Index 


SCHOOLS 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


(See PUBLIC INSTRUCTION, SUPERINTENDENT OF) 


SEATTLE COMMUNITY COLLEGES 


Meetings MISC 
MISC 
MISC 
SECRETARY OF STATE 
Address confidentiality program PREP 
EXPE 
Administration 
office organizational structure PERM 
Charitable solicitation organizations and 
charitable trusts 
charitable advisory council PERM 
charitable organization education program PERM 
filing requirements PERM 
registration requirements PREP 
review, definition of PREP 
Corporations 
generally PROP 
PERM 
Elections 
ballots PROP 
PERM 
PROP 
EMER 
canvassing and certification PROP 
PERM 
counting center procedures PROP 
PERM 
PROP 
EMER 
declarations of candidacy and filing 
procedures PROP 
PERM 
PROP 
election review process and certification of 
administrators PROP 
presidential primary PROP 
recounts PROP 
PERM 
PROP 
EMER 
service and overseas voters PROP 
EMER 
various changes PERM 
various possible changes PREP 
PREP 
voter registration PERM 
PROP 
PERM 
PROP 
EMER 
voters’ pamphlet, state PERM 
voting systems PERM 
PROP 
PERM 
Flag account PREP 
Public records 
local records (See LOCAL RECORDS COMMITTEE) 
public records requests PERM 
state records (See STATE RECORDS COMMITTEE) 
Recording, registration, and legal publication 
Uniform Real Property Electronic Recording 
Act PREP 
SELECT COMMITTEE ON PENSION POLICY 
(See ACTUARY, OFFICE OF THE STATE) 
SENTENCING GUIDELINES COMMISSION 
Bylaws PREP 
PROP 
PREP 
PROP 
Community custody ranges 
commission authority to set and 
recommend PREP 
PROP 
Index 


09-02-036 
09-05-017 
09-15-136 


09-13-014 
09-13-039 


09-04-026 


09-01-106 
09-01-106 
09-01-106 
09-15-009 
09-15-009 


09-01-197 
09-06-036 


09-09-052 
09-12-078 
09-15-021 
09-17-001 
09-09-052 
09-12-078 
09-09-052 
09-12-078 
09-15-021 
09-17-001 


09-09-052 
09-12-078 
09-15-021 


09-15-021 
09-15-021 
09-09-052 
09-12-078 
09-15-021 
09-17-001 
09-15-021 
09-17-001 
09-03-110 
09-01-051 
09-07-065 
09-03-110 
09-09-052 
09-12-078 
09-15-021 
09-17-001 
09-03-110 
09-03-110 
09-09-052 
09-12-078 
09-13-067 


09-04-026 


09-15-110 


09-01-163 
09-05-101 
09-14-081 
09-17-084 


09-14-079 
09-17-082 


unlawful firearm possession by criminal street 


gang member PREP 09-01-164 
PROP 09-05-103 
Public records disclosure PREP 09-01-165 


PROP 09-05-102 
PREP 09-14-080 
PROP 09-17-083 
Rules 
withdrawals PROP 09-09-039 
PROP 09-09-040 
PROP 09-09-041 
Sex offender policy board 


meetings 
benchmarks committee MISC 09-05-092 
board MISC 09-05-094 
registration and notification committee MISC 09-05-093 


SEX OFFENDER POLICY BOARD 
(See SENTENCING GUIDELINES COMMISSION) 


SEX OFFENDER REGISTRATION AND NOTIFICATION 
COMMITTEE 
(See SENTENCING GUIDELINES COMMISSION) 


SHORELINE COMMUNITY COLLEGE 
Meetings MISC 09-05-012 
MISC 09-07-026 
MISC 09-11-097 
MISC 09-13-064 
Rules 
coordinator MISC 09-01-110 


SHORELINE HEARINGS BOARD 
(See ENVIRONMENTAL HEARINGS OFFICE) 


SIRTI 
Meetings MISC 09-14-112 
SKAGIT VALLEY COLLEGE 
Grievance policy PREP 09-11-019 
PROP 09-16-126 
Meetings MISC 09-01-022 


MISC 09-04-015 
MISC 09-04-059 
MISC 09-11-040 
MISC 09-11-059 
MISC 09-11-060 
MISC 09-13-023 
MISC 09-15-045 
Student conduct code PREP 09-11-019 
PROP 09-16-126 


SMALL FOREST LANDOWNER OFFICE 
(See FOREST PRACTICES BOARD) 


SNOWMOBILE ADVISORY COMMITTEE 
(See PARKS AND RECREATION COMMISSION) 


SOCIAL AND HEALTH SERVICES, DEPARTMENT OF 
Adult family home advisory committee 
meetings MISC 09-01-129 
Aging and adult services 
adult family homes 

care and services PERM 09-03-029 
PERM 09-03-030 

PREP 09-16-101 

compliance and violations PERM 09-03-028 
PERM 09-03-029 

PREP 09-16-101 

licensing PERM 09-03-028 
PERM 09-03-030 

PREP 09-14-066 

PREP 09-14-067 

PREP 09-14-071 

PREP 09-15-156 

EMER 09-16-019 

PREP 09-16-101 

staff PREP 09-04-088 
PREP 09-16-101 


boarding home licensing 
change in licensee/change in ownership PROP 09-01-176 
PERM 09-06-063 
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construction 


electronic monitoring 
generally 

plans of correction 
resident protection 
respite care 

staff 


PERM 
PREP 
PERM 
PREP 
PERM 
PERM 
PERM 
PREP 


certified community residential services and supports 


generally 
staff 
contracted residential care services 
assisted living services facilities 
home and community services and programs 
adult day health 


diabetes training for nursing assistants 
in-home personal care services 


long-term care services 
adult day health 


in-home personal care services 


new freedom consumer directed 
services 

respite care services 
tailored caregiver assessment and referral 

(TCARE) process 
medicaid payment 

contracted home and community residential 

care 


nursing facility medicaid payment 
system 

nursing facility rate methodology, 
changes 


nursing homes 
generally 
low-wage workers 


personal care services, in-home 
agency managed 


participant managed 


residential long-term care services 
CPR training 
diabetes training for nursing assistants 
HIV/AIDS training 
various possible changes 
Background checks 
child care providers 
children returning to their home 
DSHS employees and applicants 
generally 
Cash assistance 
applications 


PREP 
PREP 


PROP 


PREP 
PROP 
PROP 
PROP 
PREP 
EMER 
PERM 
PREP 
PROP 


PREP 
PROP 
PROP 
PROP 
PREP 
EMER 
PREP 
PROP 
PREP 
EMER 


PREP 


PREP 


PREP 
PROP 
EMER 
PROP 
PERM 
PREP 
EMER 
PROP 


PREP 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


PREP 
PROP 
EMER 
PERM 


PREP 
PROP 
PREP 
PROP 


PERM 
PERM 
PERM 
PREP 


PERM 
PERM 
PERM 
PREP 


PREP 
PREP 
PROP 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


09-01-052 
09-14-069 
09-01-052 
09-14-069 
09-01-079 
09-01-052 
09-01-079 
09-04-088 


09-14-068 
09-04-088 


09-14-077 


09-01-140 
09-05-098 
09-06-026 
09-07-055 
09-12-042 
09-14-045 
09-03-066 
09-01-141 
09-05-097 


09-01-140 
09-05-098 
09-06-026 
09-07-055 
09-12-042 
09-14-045 
09-01-141 
09-05-097 
09-14-042 
09-14-046 


09-13-092 


09-16-080 


09-01-153 
09-04-065 
09-06-032 
09-06-050 
09-11-053 
09-11-100 
09-14-094 
09-17-102 


09-17-003 


09-06-012 
09-09-014 
09-12-073 
09-12-074 
09-15-130 
09-15-131 


09-14-070 
09-04-066 
09-06-031 
09-08-081 


09-01-141 
09-05-096 
09-01-141 
09-05-096 


09-03-066 
09-03-066 
09-03-066 
09-04-087 


09-06-028 
09-06-028 
09-03-003 
09-08-051 


09-10-055 
09-14-072 
09-17-101 


economic stimulus payments, excluded as 
income 


emergency cash assistance 
consolidated emergency assistance program 
(CEAP) 


general assistance 
program 


unemployable 


immigrants, legal 
Afghan special immigrants 


incapacity 
general assistance 
mental impairment severity 
income 
general assistance 
income allocation 
income deduction 
issuance of benefits 
electronic benefit transfer (EBT) transaction 
adjustments 


replacement of benefits 
need standards 
refugee cash assistance 
Afghan special immigrants 


state family assistance 
adoptive children in assistance units 
temporary absence from home 
temporary assistance for needy families 
adoptive children in assistance units 
Afghan special immigrants 


child, spousal, and medical support, impact of 
public assistance (TANF) on 
temporary absence from home 
WorkFirst 


Child care agencies 
child care for child protective services and 
child welfare services 
Child protective services 
child care 
reports of abuse or neglect, investigation 


Child support 
domestic partners, state registered 
rights 
eligibility 
in loco parentis 
license suspension program 


medical support obligations 
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EMER 
PERM 


PREP 
PROP 
PERM 


PREP 
PROP 
EMER 
PERM 
PREP 


EMER 
EMER 
PREP 
PROP 
PERM 
PROP 


PERM 


PREP 
PREP 


PREP 
PROP 
PROP 
PREP 


EMER 
PREP 
PROP 


PREP 
PREP 


PREP 
EMER 
PROP 
PERM 


PREP 
PREP 
PERM 
PROP 
EMER 
PERM 
PREP 
PREP 
PREP 
PROP 
PROP 
EMER 
PROP 
PROP 
PERM 
PERM 
PERM 
PERM 


PREP 


PREP 
PROP 
PERM 


PREP 


PREP 
PREP 
EMER 
PREP 


09-01-148 
09-09-103 


09-05-058 
09-10-039 
09-14-040 


09-11-104 
09-15-160 
09-01-148 
09-09-103 
09-11-104 


09-10-010 
09-10-011 
09-11-103 
09-11-107 
09-15-082 
09-17-097 


09-11-078 


09-11-104 
09-11-104 


09-13-096 
09-17-098 
09-17-100 
09-14-017 


09-10-011 
09-11-103 
09-17-097 


09-16-102 
09-02-058 


09-16-102 
09-10-010 
09-11-107 
09-15-082 


09-16-103 
09-02-058 
09-02-029 
09-03-101 
09-04-011 
09-06-053 
09-07-095 
09-09-015 
09-09-099 
09-09-104 
09-10-044 
09-12-017 
09-13-090 
09-13-093 
09-14-019 
09-15-084 
09-16-079 
09-16-100 


09-16-104 


09-16-104 
09-02-076 
09-07-001 


09-14-074 
09-10-076 
09-14-073 
09-15-183 
09-14-075 


Index 


public assistance assignment and support 
child support, impact of public assistance 


on PREP 
collection distribution PERM 
support schedule PREP 
Developmental disabilities services 
assessment of client support needs 
children’s behavioral support, eligibility 
algorithm EMER 
EMER 
DDD assessment, generally PREP 
PROP 
PREP 
PROP 
individual and family services level PREP 
individual support plan PROP 
residential algorithm PERM 
respite assessment PROP 
community protection 
generally PREP 
individuals with community protection 
issues PREP 
EMER 
EMER 
termination from program PREP 
waiver, termination from PERM 
companion homes 
respite assessment and hours PREP 
PROP 
county plan for developmental disabilities 
funding formula EMER 
generally PREP 
home and community based services waivers 
children’s intensive in-home behavioral supports 
(CIIBS) EMER 
EMER 
EMER 
generally PREP 
procedures PREP 
PROP 
PERM 
respite care PROP 
individual and family services program 
generally PREP 
PROP 
PERM 
PREP 
level, determining PREP 
respite care 
eligibility PREP 
EMER 
limits PREP 
qualified providers PREP 


intake and determination of developmental disabilities 


generally PREP 
PROP 
residential habilitation centers 
intermediate care facilities for the mentally 
retarded (ICF/MR) PREP 
services rules for DDD 
family support program PREP 
PROP 
generally PREP 
PREP 
PREP 
PROP 
medicaid state plan services PROP 
PROP 
PROP 
EMER 
PROP 
supplementary payment program (SSP), state 
eligibility requirements PREP 
EMER 
PROP 
EMER 
generally PREP 
various possible changes PREP 
voluntary placement program 
respite care PREP 
PROP 


Index 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


09-16-103 
09-02-059 
09-10-046 


09-06-049 
09-14-044 
09-01-135 
09-12-060 
09-13-029 
09-16-087 
09-13-091 
09-12-060 
09-06-047 
09-16-087 


09-01-133 


09-01-047 
09-02-077 
09-10-084 
09-07-062 
09-10-021 


09-13-029 
09-16-087 


09-14-089 
09-01-132 


09-06-049 
09-10-035 
09-14-044 
09-01-130 
09-04-093 
09-05-030 
09-10-021 
09-16-087 


09-01-134 
09-07-094 
09-11-054 
09-15-162 
09-13-091 


09-14-016 
09-16-020 
09-15-162 
09-07-040 


09-01-138 
09-04-064 


09-01-131 


09-04-092 
09-15-020 
09-01-136 
09-04-092 
09-07-039 
09-15-020 
09-05-099 
09-06-027 
09-07-056 
09-14-084 
09-15-161 


09-04-068 
09-05-001 
09-12-059 
09-12-116 
09-01-137 
09-04-087 


09-13-029 
09-16-087 


Domestic violence 
child welfare services (CWS) 
child care 
Food assistance 
basic food 
Afghan special immigrants 


applications 


benefit amounts 


career services for adults receiving basic 
food 
disaster-damaged food, replacement 


electronic benefit transfer (EBT) transaction 
adjustments 


eligibility 


income 


replacement of benefits 


standards, annual adjustments 
work requirements 


food stamp employment and training 
program 


transitional food assistance (TFA) 
early termination 
Washington state combined application program 
(WASHCAP) 


Foster care 
child welfare services 
adoption services and adoption support 
adoption support agreement, review of 
child care 
foster care rate assessments 


Hearing rules 
Everett and Seattle administrative hearings 
offices 
Interpretive and policy statements 
economic services administration 
division of child support 
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PREP 


EMER 
PROP 
PREP 
PREP 
PROP 
PROP 
PREP 
PROP 
PROP 
PERM 
PERM 
PERM 


PERM 
PREP 
PROP 


PREP 
PROP 
PROP 
PREP 
PREP 
PERM 
EMER 
PROP 
PERM 
PROP 
PREP 
PREP 
PERM 
EMER 
PROP 
PROP 
PERM 
PERM 
PERM 
PREP 
PROP 
PREP 
PROP 
PERM 


PERM 
EMER 


PERM 


PREP 
PREP 
EMER 
PROP 
PREP 
PERM 


PREP 
PREP 
PROP 
PERM 


PERM 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


09-16-104 


09-15-029 
09-17-097 
09-10-055 
09-14-072 
09-15-159 
09-17-101 
09-06-084 
09-10-064 
09-12-117 
09-14-018 
09-15-085 
09-16-095 


09-02-029 
09-01-059 
09-17-100 


09-13-096 
09-17-098 
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